MPA Project No. L1508 

Project Title: Narrow Gauge Security Enhancements 
Lighting and Security 

Location: Narrow Gauge Link Pathway — East Boston 


RESPONSES TO 
BIDDERS QUESTIONS 
Date: September 9, 2016 


The attention of Contractors submitting General Bids and or Filed Sub-Bids for the above referenced 
project is called to the following Responses to Questions and/or RFI’s. 


Responses to Questions: 


The following questions were submitted by MEC Power Group via electronic mail to 
CPBidQuestions@massport.com from Julie A. Power, email dated September 2, 2016: 


Item #1 - 


Summary of Question: 


Are there any specific qualifications to bid this project? 
Design Team Response: 

The contract documents contain what qualifications are required. 
Item #2 — 


Summary of Question: 


Can an electrical contractor bid this project as the General Contractor? 


Design Team Response: 


Yes, provided they meet the terms of the contract. 


Item #3 - 


Summary of Question: 


Are there any DCAMM requirements for bidders for this project? 


Design Team Response: 


This project is being procured under Ch30. DCAMM certification is not required. 


-End of Responses- 


